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DRAWBACK/P.N, 01/2004 

G.S.R 37(E),—^In the Notification of the Govemment 
of India, in the Ministry of Finance (Department of 
Revenue) No. 21/2002-Cus. dated 1st March, 2002, 
published in the Gazette of Intha (Extraordinary), vide 
GSR n8(E), against S. No. 248 of the Table, in the List 28, 
the description of item No. 88, shall be corrected to read as 
“STEREOTAXIC MICROSCOPE” instead of 
“STEREOTOXIC MICROSCOPE”. 

[F. No. 605/74/2000-DBK] 
SYED MAHMOOD AKHTER, Unucr Secy. 
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